4 lop of bank 


FTIVER JUNCTION REC. OI5T. NO £064. 
SAN JSOAQGUIN Co, CAL. 
IBRIGATION PUMP ANDO SUCTION 
SCALE /'=8" VuLy (923. 

AELITTLE ENGCINEET. 


